FALL  RIVER,  MASS. 
SAINT  ANNE'S  CHURCH  AND  SHRINE 


A  fitting  homage  of  the  "French  Canadians" 
to  Saint  Anne,  was  contemplated  by  Father 
Bernard  Sauval  O.P.,  Pastor  of  St.  Anne's  in  1891. 
Built  of  Blue  Marble  from  Vermont  and  Solid 
Granite  from  Fall  River.  The  magnificent  edifice 
we  have  today  was  dedicated  in  1906. 
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